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Digesters. If liquids are to be heated to a temperature above
their boiling point, i. e., if the work is carried out under pressure,
especially constructed apparatuses are used, which are called diges-
ters. Digesters, like many apparatuses used in chemical engineering",

are generally built to order, according to the designs of the chemical
engineer of the firm which places the order.
These are cylindrical or spherical vessels, which are, correspond-
ing to the pressure generated, of heavy construction and generally
provided with a removable cover on top, which allows the cleaning"
and inspection of the interior space of the apparatus.
The digesters are further provided with charging openings, safety